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ABSTRACT 


Inelastic electron scattering experiments were carried 


out on Thi within a range of momentum transfer squared of 


2 


98 ٦ ο ο Inelastic cross sections and form factors 


were determined for the 4.55 MeV inelastic peak and the in- 
elastic continuum caused bv the disintegration of 0 into 


an alpha particle and a triton above the threshold of 2.45 


MeV. 
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Inelastic electron scattering experiments on E and τ; 


have been conducted by Bernheim and Bishop [Ref. 1, 2] in 
which the inelastic form factors were determined for these 
isotopes. These same authors [Ref. 3], as well as Hutcheon 
and Caplan [Ref. 4], have also investigated the inelastic 
form factors of the continuum at excitation energies above 
the a - triton threshold for له‎ and above the a - 4۹ 


eee hold for ° 


Li. Bergstrom and Tomusiak [Ref. 5] of the 
Saskatchewan Accelerator Laboratory presented a more detailed 
analysis of the continuum for a in terms of % - deuteron 
disintegration. 

The primary purpose of this work was to extend the de- 
tailed Saskatchewan work of Ref. 5 to the continuum of Ee 
In addition, during the course of this experiment a check 
was made for a large inelastic veak observed but not reported 
by Monson [Ref. 6]. As corroborating evidence for this peak 
was not found, it is assumed that the scattering of electrons 


off the target frames which have since been modified was the 


cause of the apparent peak. 





ELS THEORY 


A. ELECTRON SCATTERING 

When a high energy electron is incident upon a target 
material, it is scattered by the Coulomb force developed 
between its negative charge and the positively charged nu- 
cleus. Depending upon whether or not energy is converted 
from kinetic to internal nuclear motion, the scattering 
event is termed elastic or inelastic. 

In elastic scattering no excitation energy is imparted 
to the nucleus. The scattered electron energy is essentially 
the same as the incident energy, being reduced only slightly 
by the recoil of the relatively massive nucleus. If the in- 
Cident electron has a wavelength comparable to the size of 
the nucleus (i.e. an electron with energy on the order of 
100 Μεν), then electron scattering experiments can be used 
to study the charge distribution of the target nucleus. The 
quantitative relationship is given in terms of charge form 
factors discussed below. 

In inelastic scattering some incident particle energy 
excites the nucleus, as well as imparting recoil. The ex- 
cited nucleus can assume discrete energy levels and then 
decay to lower energy levels by emitting gamma rays or bv 
particle emission. Continuous excitation can occur when 
the nucleus absorbs sufficient energy to break up into 
smaller parts which can have a continuum of final state 


energies. 


l0 





EO ELASTIC SCATTERING 
The differential cross section per unit solid angle for 
a relativistic electron scattering elastically from a spin- 


less point nucleus of charge Ze was shown by Mott [Ref. 7] 





to be 
dc(E, ,0) (EE 5 a 1 
aQ را‎ dQ E ΙΟ So =) 
where Bo = incident electron energy 
and R = 1 + 2 7 sin? 3/2 is the recoil factor for the 
Mc 


target nucleus of mass M. For Eg«« Mc?, = 51 and this term 


is often omitted from the above equation. It is assumed 
that the electron is extremely relativistic, that is, E >> mea”. 
The Mott cross section defined above for a point nucleus 
must be modified by a factor which takes into account the 
finite charge distribution of the target nucleus. The square 
of this charge form factor is the ratio of the observed dif- 
ferential elastic cross section to the Mott cross section. 
In elastic scattering the momentum transfer is q = P£-Po; 
where Do and De are the momenta of the incident and scattered 


electrons respectively. It follows that 
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ES NC Sun 9/2 2L 
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and thus q depends only upon the incident electron energy 
E and the scattering angle 9 [Ref. 8]. 
For low Z elements, the plane wave Born approximations 


are used in determining the cross sections for the 


TI 





excitation of nuclear states. The plane wave Born approxima- 
tion  (PWBA) consists of the following three approximations: 
l. First order perturbation theory is adequate to de- 
scribe the interaction between the electron and the nucleus. 
2. The incident and scattered electrons are treated as 
plane waves. 
3. Relativistic effects of the recoiling nucleus are 
ignored [Ref. 9]. 
Considering the incident and scattered electrons as plane 
s NE 
E ο respectively. The 


waves, 3 = e and Ve = 


ee erential elastic cross section is 





ao Œ ,8)N  /do(E, ,8) / رہ‎ 
A | — ۰ Yo oCp)U der : 
q E Moce nuc earn -~ š 
volume 
do (E ,8 το. 7 
Sau) e ME ٢ («)م‎ e ο 
ae Mert inuclear 
volum 
do(E,,8) 1 ات‎ s a, ||, 
pum mes 6 otra P 
Mott | "nuclear 
volume 
(II-3) 
Si A E 
1 هم‎ = f ο ۶ 
dc CE, ,8) do CE ٣ 
ν....------- - = 2 r 2 7 
an an Me: ÍF Ca) ۱ (II-4) 
where F(q) = charge form factor. When using the PWBA for 


a spin-zero nucleus, the charge form factor is thus the 


Fourier transform of the nuclear charge distribution. 
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EC INELASTIC SCATTERING 

The momentum transfered to the nucleus in an inelastic 
scattering event is a function of the incident and scattered 
electron energies and the scattering angle (provided that 


Mc?), Lee,‏ کہ ا 


= kK 
= (ME ے٣‎ /Κο) + k 


2 2 
ο ےت‎ SS MES + [Ez , (II-5) 
hc \ Eo hc 


Enere Ko = Eo/ha, 
k = E/he, 
and ۶-٣۰6766۰۴7607 energy. 

It is possible to derive analytical expressions for the 
differential inelastic electron scattering cross sections 
using the PWBA. With these approximations the differential 
inelastic cross section = EN can be written as a sum 


over the cross sections for electric (e) and magnetic (m) 


transitions of various multipole orders: 


2) I 32 ۱ 3 
dc R da) Σ [4σ 
(gë PWBA > s w ee 


> i) 
where 
do 272 e «δα -1 | : 
E). = g*^k, AL) ور وت‎ (C9) 
+ ا‎ AE 
IS 
and 
= -l | 
55) . ata ate, PAMA هق 7( کح کر‎ . (HS) 
7 : 
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In these equations, 


Sa "۹ 0 
E 


k, = “O 

© Re 1 

nn = L + hc (<2, acoso. 

Mc 

A = transition multipolarity, 
a = fine structure constant, 
ج‎ primary electron energy, 
0 = scattering angle and 
M = nuclear mass. 


EEE >> Ma? for the electrons, then 


0 
V (0) = $(1*cos80)/(y-cos80)* and (II-9) 
Vn (8 ) = &(2y*l-cos8)/(y-cos8)(1-cos8) , CIT) 
ED 
marty = 1 + “x /2E (Eg - E,)- 


For E77 E, we have y >1 resulting in 


7, (0) 3 8/2 / "üsin* 0/2 ENT 


and | 
V CO) - ltsin? Y2 / 8sin* yo 


= 2 2 Ὁ ] 9 
COS 5 Gs+tan 5) ο ini m (ττ] 2] 


ο R factor accounts for the effect of the recoiling 
target nucleus on the final density of states. The func- 
τους Vr(8) and Vin ( e) refer to the longitudinal and trans- 
verse components of the four-vector nuclear current density 
resolved into components parallel and perpendicular to the 
three-vector momentum transfer d. The longitudinal (paral- 
lel to q) component represents an interaction of the elec- 


tron with the nuclear charge. The transverse (perpendicular 
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το q) component represents the contributions of the nuclear 
current and magnetization densities.  B( A q, LI. +I) repre- 
sent the reduced nuclear transition probabilities [Ref. 10]. 

The different angular functions ۷) 9( and )م۷‎ 9) allow 
one to emphasize one type of transition over another. At 
backward (98> 90°) scattering angles Vr! رہ8‎ > V, | 8), while 
at forward scattering angles We) predominates. Thus, mag- 
netic transitions, which only involve Vol 9) are readily 
identified by scattering at 180°, while electric multipole 
transitions dominate at forward scattering angles. 

For low Z elements the PWBA given sufficiently accurate 
estimates of the inelastic differential cross sections.  Dis- 
torted wave Born approximations (DWBA) therefore will not be 
discussed in this paper. 

In First Born approximation, equations (II-11 and 12) re- 


duce equations (II-7 and 8) to 


0 - (33) [F (q+ (+ tan Ep? ta) 
ed Moe = (II-13) 


and {48 : 0 3 
= 7 0 2 (11-14) 
(Gr) AN ote (Gsttan 3F (al 


respectively, where CU) and Ele) are the inelastic form 
factors for the longitudinal and transverse photon absorption 
(Ref. 11]. By maintaining a constant q for different scatter- 
ing angles by varying the incident energy, it is possible to 


determine P (q) and F 2 (q) separately. 


T 


D, INELASTIC FORM FACTORS 
In order to determine the inelastic form factors one 


must start by calculating the area under the elastic peak. 


5 





Two types of background must be removed from the inelastic 
spectrum. These include electrons which are originally 
Scattered by the target and which subsequently scatter off 
the spectrometer walls and enter the detector system and the 
elastic peak radiation tail caused by photon emission in 
conjunction with nuclear scattering, plus the effects of 
ionization and straggling. 

If one assumes that only one photon is emitted in conjunc- 
tion with the nuclear scattering event and that the PWBA is 
Ku le, the contribution to the radiation tail caused by 
photon emission can be reliably evaluated. The determination 
of the effects of stragling are less precise and one must re- 
normalize the entire radiation tail to fit the experimental 
spectrum in the region of interest [Ref. 5]. 

After extending the shape of the elastic radiation tail 
into the inelastic region and subtracting it from the ex- 
perimental spectrum, the inelastic spectrum remains. The 
differential inelastic cross section of a narrow inelastic 


peak can be determined by 


do (E,0) | Aig 0)8 
masc x σα 
17 el 


٢ ٢ ασ. 0) 
E I ; F? (q ) 
2 - Mott O (11=15) 
οσο 8) f ۱ ۱ ۱ 
where (==) = differential elastic cross section, 
P = area of inelastic peak, 
Ds = area of elastic peak, 


do (E. ,8 τ πι  εσμοεςς cross 
K تج‎ Section and 


l6 





F (q ) ος 325 oom وو‎ 


ime inelastic form factor P*(q) can then be determined by 


2 (Se Cu) 
D - dà Gun cash 
κ-- 
OEE 


mE E 

Equations (II-15) and (II-16) assume a common shape be- 
tween the elastic and inelastic peaks and that the radiation 
Corrections are the same for both elastic and inelastic 
scattering. The inelastic cross section is expressed as an 
area per unit solid angle since it is determined in terms of 
an integral over the inelastic peak. 

In determining the inelastic cross section for the exci- 
Eon of a continuum of final states the cross section is 
expressed in terms of an area per unit final energy per unit 
solid angle. After determining the area (A. >? by integrating 
over the desired energy range, the continuum cross section can 
Pezdertermined by equation (II-15). The continuum form factor 


can then be determined using equation (11-16) Ref. E 
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IINE PSRDPMENIABSEQUIPMENT AND PROCEDURE 


A. NAVAL POSTGRADUATE SCHOOL LINEAR ACCELERATOR 

The NPS 120 MeV LINAC is an electron accelerator similar 
to the Stanford University Mark III linear accelerator de- 
scribed by Chodorow et al [Ref. 13]. The NPS LINAC consists 
of three 10 foot accelerator sections and is powered by 
three klystrons, each capable of 22 megawatts peak power. 
The machine is pulsed at a rate of 60 pulses per second with 
each beam pulse having approximately one microsecond dura- 
tion. The maximum average beam current is approximately one 
microampere. 

Beam deflection magnets and energy defining slits are 
used to select the beam energy, which can range from 30 to 
l05 MeV with energy resolution of 0.3%. The energy resolu- 
tion attained in the experiments reported herein was 0.65. 
Target thickness is the main reason for the lower resolution. 
For this reason, the 478 KeV inelastic peak could not be 
resolved; therefore, its area is added to that of the elas- 
tic peak. 

The field of the beam deflection magnet could be meas- 
ured by a nuclear magnetic resonance (NMR) probe, but this 
Probe did not function during these runs. A total of four 
quadrupole magnets are available to focus the beam to a 
diameter of approximately two millimeters at the target. 


In recent experiments only the last two have been used, 
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because the first pair cause the beam to expand, hit the beam 


pipes and cause excess background. 


B. SPECTROMETER AND COUNTING SYSTEM 

The NPS LINAC has a movable, 16-inch radius, double focus- 
ing magnetic spectrometer capable of measuring electrons 
scattered at angles from 45 to 150 degrees in 15 degree steps. 

The energy distribution of scattered electrons is measured 
by varying the field of the spectrometer magnet. Ten NE1O2 
plastic scintillation counters located in the focal plane of 
the spectrometer serve as detectors for the ten counting 
channels. The spread of these counters span a range + 1.5 
percent about the spectrometer energy. Each counter thus 
detects an energy spread of 0.3 percent of the central spec- 
trometer energy. Two large detectors, each spanning the 
same field width as the ten smaller detectors, act as dual 
coincidence backing counters. An electron passing through a 
front detector and both backing detectors will record one 
count on the Jorway Model 1836 Dual Channel Scalar. The 
accelerator gun pulse and the counter gating circuit are 
synchronized so that counts are recorded only during pulses. 
This prevents background counts from being counted between 
pulses. 

The scalars are capable of recording periodic pulses up 
to 150 MHZ. However, since the beam is pulsed, the count 
rate was limited to 50 counts per second in the counter 
registering the elastic peak and 150 counts per second in 


the back counters while scanning the inelastic area of the 
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spectrum. These count rates avoided significant count rate 


losses. A Faraday cup is capable of calibrating the charge 
collected on the Secondary Emission Monitor (SEM). Past 
calibrations showed less than 0.1% change in the SEM cali- 


Nations. 


Ge TARGETS 

‘hi targets with thicknesses of 106.0, 147.5, and 150.0 
mils were used. Since lithium reacts quickly with air to 
form lithium nitride, target preparation had to be conducted 
with the lithium immersed in an oil bath. The targets were 
hydraulically pressed between polished stainless steel 
plates separated bv metal spacers to approximate the desired 
thicknesses. This method precludes preparing targets ac- 
curately to a predetermined thickness. Several micrometer 
readings of the target thickness were taken over the surface 
of the target. Thickness readings varied by less than 0.3 
percent. The targets were mounted in an aluminum ladder 
and the target chamber was quickly evacuated to approximate- 
iy 1 x Nome torr to limit target contamination. Chamber 
vacuum had to be released when changing the scattering angle 
and the targets thus became exposed to air for short periods 
of time. The effect of this is seen in Figures IV-4, 6, 7 
and 8 which show peaks on the high energy side slope of the 
elastic scattering peak. This was caused by the difference 
in recoil of the νη nuclei and the N nuclei. Elastic peak 


areas were adjusted to account for this effect. 
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D. DATA ACCUMULATION 

Beam energy and scattering angle were kept constant dur- 
ing each data accumulation run. The spectrometer energy was 
decreased in 50 KeV steps over the elastic peak and in 
0.1 MeV steps over the inelastic region of interest. The 
integration, capacitance and beam intensity were chosen to 
prevent exceeding maximum count rates discussed in Section 
III-B. For the 90 MeV runs the spectrometer energy was 
initially set at 100 MeV and then reduced to a starting point 
approximately two MeV above the elastic peak. Elastic data 
was recorded in 50 KeV steps to approximately six MeV below 
the elastic peak. During the inelastic runs the beam was 
retuned to give maximum intensity consistent with the above 
mentioned count rate restrictions and the spectrometer energy 
was returned to a starting position which showed the elastic 
peak maximum registering in counting channel number ten. In 
order to follow the same hysteresis loop, the spectrometer 
magnet energy was returned to 100 MeV and then reduced to 
the starting point energy. Inelastic data was taken in 0.1 
MeV steps down to a point approximately nine MeV below the 
elastic peak. A similar procedure was used for the 105 Mev 
runs. In this case the spectrometer energy was initially 
set at 110 MeV and then reduced to a starting point approxi- 
mately 2.5 MeV above the elastic peak. Elastic data was re- 
corded in 50 KeV steps to approximately seven MeV below the 
elastic peak. Prior to collecting the inelastic data the 


spectrometer energy was returned to 110 MeV and then to the 
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inelastic starting point as per the arguments presented 
above.  Inelastic data was recorded in 0.1 MeV steps down 
to a point approximately ten MeV below the elastic peak. 

Incident energy, integration, machine energy, capaci- 
tance, elapsed time and the counts for the ten counting chan- 
nels and two back counters were automatically recorded on a 
digital readout. This data was electrically transmitted to 
an IMSAI 8080 micro-computer and displayed on an ancillary 
cathode ray tube (CRT) where it could be verified before 
being recorded on both cassette tape and magnetic seven- 
track tabe. A teletype also provided a hard copy of re- 
corded data. The magnetic tape was used to provide input 
to Code ASC described in Appendix A. The hard copy was used 
in editing the data after it had been transferred from the 
magnetic tape to disk storage in the NPS IBM 360 computer. 
The cassette tape provided a backup and could be used to 
re-record a seven-track tane if necessary. 

Code ASC, which uses the input from the spectrometer 
energy, counting channels, integration, capacitance and 
elapsed time of each run to compute a single spectrum, 
automatically corrects the energy of each counter to cor- 
respond to the true energy being detected. Relative count- 
er efficiencies are therefore taken into account because 
each point in the final spectrum is actually the average 


of points from each counter. 
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IV. DATA ANALYSIS 


ER ZELASTIC SPECTRUM 

The spectrum generated by Code ASC was plotted and the 
area under the elastic peak was. determined as described be- 
low. Integration of the area under the elastic peak was car- 
ried out from the upper limit of the peak to an energy two 
full widths at half maximum (FWHM) down from the peak energy. 

The area of the elastic peak thus obtained must be cor- 
rected for virtual and real emission and absorption of radi- 
ation during scattering.  Schwinger [Ref. 14] originally 
developed a multiplicative correction for virtual emission 
and absorption assuming a recoiless target nucleus. As 
modified by Tsai [Ref. 15] to include recoil, thus multi- 


plicative constant is 


m, کت‎ 


2 
where z E E 
ENDE jw" a.u. 7 
3/2 12| ا‎ R 36/( . (IV-2) 


T AER L (me?) E 
where q = the puncssthnuc5sure constant, 
E, = the incident electron energy, 
E = elastic veak energy (EG) - lower cutoff energy 

used in determining elástic peak area, 

R = recoil factor previously defined, 

M = rest mass of target nucleus and 

πι = electron rest mass. 
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Bethe and Ashkin [Ref. 16] developed the correction for 


the emission of real radiation 


Š 
Ky = e E , (TVZ) 
E E ES 
where Š, 9 in _2 j (IV-4) 
1 2 AER?! 2 
to = the effective target thickness in radiation 
lengths, 


and the other parameters are as defined for equation IV-2 
above. Equation IV-4 is valid only if 
The elastic area then becomes 


: (TV5) 


o! observed. 
Although background radiation was subtracted, the area 
due to the unresolved 478 KeV excited state was not; thus 
the elastic area are slightly larger. The differential 
elastic scattering cross section was determined using equa- 


tion II-4. In this equation the F(q) used was as reported 


by Bumiller et al [Ref. 17] as 
2 


ΠΠ Allreg)e ed, η 
where d = 1.0, 
c = 0.169 and 
20026017 


CALCULATION OF THE ELASTIC PEAK RADIATION TAIL 

The radiation tail is primarily the result of radiation 
during scattering and radiation before or after scattering 
in the electromagnetic field of a different nucleus. The 
effect of radiation during scattering can be evaluated, as 
shown by Barber et al [Ref. 12], using the Schiff [Ref. 18] 


calculation of the differential cross section, 
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d^ σ.(Ε) u - Q t A - | a 2 ووو‎ 2 1 
do dQ d ο ma : 
2 2 
| = a m = A), jos 7 
ο E2 F“ (qo) 
2 
where algae) E UE (q,) , 
an an Mott 
& = fine structure constant and 


m electron mass. 
The area of the elastic peak A (Bo? was determined in 
counts - MeV units. The spectrum of the Schiff radiation 


tail N.(E) in counts was determined by 


(= (as) 


A (EL) 3 
—— = I or 
Ny (E) e ca (E) 
ag 
= c 4 (E) 
N„(E) = Ro e 2 Ë ; 
do (En) E 5 
(a ) (IV-8) 
where the factor سب‎ COrrects for counter resolution. 
O 


The effect of radiation before or after scattering due 
to brehmsstrahlung is 


Hé Op (E) = 1ه‎ 1 dc (Eo) dg (E) 
du dE E orc AN dQ ‚ (IV-9) 


(target thickness in radiation lengths) 


where b, = 
1 In? 


The spectrum of the bremsstrahlung radiation tail N, (E) 
was then computed in a manner similar to equation IV-8 above 
and the sum of N.(E) and No (E) yield the spectrum of the 


metal radiation tail. 
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The radiation tail then had to be normalized as discussed 
earlier to fit the area of interest on the elastic peak's 
lower energy slope. The tail was normalized from 1 MeV ex- 
citation energy to the a -triton threshold at % 2.45 MeV 
excitation energy. The normalized radiation tails are de- 
picted in Figures IV-1 through 8. The noramlized radiation 
tail was then subtracted from the raw data spectrum to ob- 
tain the inelastic continuum as shown in Figures IV-9 through 


16. 


PEZZEFNELASTIC SPECTRUM 

In order to separate the inelastic peak at 4.55 MeV from 
the continuous inelastic spectrum, a fitting routine was 
used to generate a line fit to the data on either side of 
the inelastic peak from threshold to 6 MeV excitation energy. 
This line fit is represented by the dashed line in Figures 
IV-9 through 16. The line fit was subtracted from the spec- 
pum in Order to yield the contribution of the inelastic 
peak. The area of the inelastic peak was then determined 
and compared to the corrected elastic peak area as shown in 
Table IV-2. Per arguments presented in Section II-D, the 
elastic and inelastic peaks were assumed to have the same 
Shape and thus the inelastic cross section can be determined 
by equation (II-15). The results are discussed in Section 
V-B and shown in Table IV-2. 

The inelastic continuum cross section per unit final 
energy was determined by integrating the fitted line shape 


described above from the threshold excitation energy as a 
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E E EG Ee desired upper limit < 6 MeV excitation 
energy. The corresponding inelastic form factors for both 
the continuum and the inelastic peak were determined by 

dividing the computed integrated cross sectons by the Mott 
cross sectons evaluated at the appropriate incident ener- 


gies. Results are presented in Tables IV-3 and 4. 


D. ERROR ANALYSIS 

Since the experimental cross sections and form factors 
were determined by the ratio of elastic and inelastic peak/ 
continuum areas resulting from data accumulated during a 
Single run, many of the systematic errors cancelled; e.g. 
target thickness, solid angle, SEM efficiency and spectro- 
meter efficiency. 

As mentioned earlier, the spectra of certain runs showed 
evidence of nitrogen contamination which added to the elas- 
tic peak area. The uncertainty in adjusting the elastic 
peak areas due to this effect was estimated to be less than 
oe 2% . 

The inability to resolve the 478 KeV level in this ex- 
periment means that the elastic peak areas are too large. 
Using the arguments presented by Suelze et al [Ref. 19] it 
1s estimated that the error introduced will be approximately 
two percent at most. 

The statistical error computed by Code ASC and depicted 
in Figures IV-1 through 8 show that these errors were in” 
Significant in determining the elastic to inelastic peak 


area ratios. Relatively small errors would also be introduced 
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by the step sizes used in the experiment and the limitations 
which they impose on locating the elastic and inelastic peak 
energies. This will have a correspondinglv small effect on 
determining the spectrum of the radiation tail of the elastic 
peak. 

The largest error is introduced by the combined effect 
of normalizing the radiation tail to the areas of the elas- 
tic peak as already described in Section IV-B, and in gen- 
erating a least squares fit to the inelastic continuum from 
threshold to 6 MeV excitation energy. The worst case would 
occur at the highest q value since the integrated cross sec- 
tion of the continuum decreases as q increases. Since the 
line shape spectrum of the fitted curve is subtracted from 
the inelastic peak, errors which tend to increase the area 
of the continuum have the reverse effect on the area of the 
inelastic peak and vice versa. It is estimated that these 
effects could introduce errors into the determined inelas- 


tic cross sections and form factors of as much as 752. 


25 





(APN) AS3433N3 


96 
S° 68 
68 
5" 8 
88 
S° ¿8 
¿8 
S° 98 
38 
558 
58 
"v8 
v8 
5" 8 
E8 
5" 8 


+ MU NOILIJIGQUM 
4 

+ 

+ 


533-290 09 AM CEG ٣٣ 


28 


Ss 8 
18 


01 


- 1 


00001 


000001 


SEENMO> 


(Ory) 


۲١۸-۹‏ ۳۹۵۲ ت۶۲۹ 





96 


G° 68 


58 


6°88 


88 
589 
¿8 

9۹ 8 
38 


x 


S339930 Se 


558 


CA9W) 42 


m 
-A 
ارا‎ 


Ὁ © 
u A^ 


Ε8 
5σ8 
σ8 

5 [8 
18 


Bt 


1181 NOILYIAHS 


a 


— 
— 
— 


مي مي 


۸2۲٣۲ 608 


— 


1 00 ھن ی ن د د چ ا نه چ يړ 
-. ,> > ې موه مه مه مه «do‏ 
> - 
- = 
Lud‏ = 
> 


Beal 


28081 
P 


(ony) SLNNOD 


Figure IV-2 


30 





86 


3 68 


68 


5 88 


88 


S° ¿8 


¿8 
S° 98 


x 


* 
* 
Ῥ 
* 
Ῥ 
+ 
+ 
> 
+ 
9 


S J ai 


)۸9( 53 


38 


06 


S°S8 


0 m © a 
A O) N = 
00 ° 00 ° qa ο qa z وہ‎ 
الا الا‎ + οι 6) οι ro 0: - 
81 
JIHL NOIIHUIGUM E 
—ƏN cet. 
— 
— 
en 881 
9001 
: 80001 
APW ¿2268 #7, 


Cory) 2 


Figure IV-3 





05 


5 8 


58 


(A9W) ADM3N3 


o0 0 Ὁ 0 © co 00 0 
په‎ ο ο ο Dg αι Ate a 
a ao a Y 04 0 o ὁ G@ ^ m O HW Ñ u >, 
+ 11101 NOIIUIGUN a 
— 
A لل ر‎ -- — 
+ v+. te = 
Yt کل یت‎ Ero ھ0۰‎ ی٦‎ 
τ νο 
مک‎ 991 
. = 
+ 
+ * 
* 
د‎ + 
+ 
- + 
- + 
ο. 0001 
τ 
00001 
S333930 SQI ۸920 8 


zur 


) 3 3 


Figure 1۷-4 


32 





SG "1 


νο] 


S'EI 


1 


9 50] 


¿91 


(ΛΘΗ} 53 


3 19] 
191] 
5'281 
ου] 


330 9 


ς 56 


66 
5-86 
88 


5" ὁ8 
26 
- ο 
36 
556 


11101 1 


۸98 ۴ GUI 


de dont 
qoe mae he ® 
ے‎ o.” 


Ud, 


58 


61 


991 


0881 


0990001 


00 1 


(997) SLNNOD 


Figume IV-5 


35 





105 MeV 75 DEGREES 


٢ 


10000 


— 
RADIATION TAIL 


1000 


(347) SLNNOD 


Figure IV-6 


34 


ή 


1 


SG ° PQ] 


νο] 


S 6891 


S* TOI 


TOT 


21 ه5 


991 


566 


ENERGY (MeV) 





105 MeV 30 DEGREES 


^L i 


18888 


1000 


— 
RADIATION TAIL 


په 
+ 

et 

—r 


ον σος * 
—r 


100 
18 


(S77) SINNOI 


Figure IV-? 


25 


21 


- 1 


ΕΘ] 


569] 


5181 


191 


S° 991 


ENERGY (MeV) 





5 ΕΙ 
ΕΘ] 

S° 281 
S°191 


cal 


)۸9( 23 


590] 
568 


tO 
0 
οι 


19] 
Bat 
66 
86 
ک‎ 89 
¿6 
S° 96 
36 
S'S6 
S5 


IHE NOILUIGUM 81 
— — 


+ 
μμ re; ade en ede لے‎ 
+ + 
de 
= + 


۸ 001 


0091 


5338336 501 ۸۵۳۷ SOT 17, E 


(2rl^) SLINnOO 
Figure IV-8 
36 





(ΛΘΗ} ADNHJN3 NOILULIOX3 


p 


5339930 89 APN 8 


L7] 


Ss’; 


B9- 


Op- 


081 


06] 


ορ] 


09] 


08] 


(OFZ) 2 


Brsure ۲۷-٤9 


27 





CA9H) ASMH3N3 NOILIULIOX3 


ond 1 hr 


-— -t + ον 

+ کک سے سے + + + و + 2 
89 + 

: r 
+ 88 
+ 
i 001 
+ 

t4 05] 


5577376 لے‎ Mar οσο -٦ vi 


Con Om ST MIIOS 


Figures 1V-10 


38 





CASH) ASM3N3 NOILULIOX3 


53349930 06 ۸9۴ 8 


0۴ 


0۳ 


ος 


08 


ے8 


08 


06 


(307) 2 
D 


igure IV=11 





CASH) ADMH3IN3 NOIIULIOX3 


S333530 SDI 


۸93۳ 98 


٦ 


Be 
Se 
BE 
SE 
Bb 
Sb 
OS 


SS 


) 8 πο» 


Figure 1Y-12 


40 





o 
P > m 





| ۷٩٧ 259,66 τω 





(Α86Η) ۸9803113 د073‎ 


θα] 
1 paz 
A 952 
ADE 
ase 
Bar 


Bs» 
+ 


+ 
+ 
۹8330530 Ø9 ۸۰٥٢ ی٦‎ E 


ους 


(977) SLNNOD 


Figures IV-13 


Al 





CABW) ADUINI ١٢01113 





5339930 SL APN GOT 


Γη 


(OZ) SLNNOD 


ΕΥ "کٹ‎ 141 


42 





CAPW) ADYANS NOLTLYLIDXS 


A ω 
9 9 
الا‎ A C 


s‏ سے 
t‏ — 


3 1320211 6 


mM 
ω ΟἹ 


ASW 1۱1 


ΤΡ 


7 


کچ 


الا 


1 p 
E | 


هم 


01- 


μ9: 


02 
0۴ 
ον 
ος 
09 
ے82‎ 
08 
06 
00] 


011 


(907) 2 


Figure IV-1S 


43 





CAPW) ۸593۱803 ١٥0111113 


προς εν οι πε ρε ccc πο EE G- 


= 
= 
-F 


E. 81 


GI‏ سسے 


4 032 


οε 


GE 


Gb 


ος 


53305360 :61 ۸٥۷ ء٢1‎ ٦ = 


(397) SLNNOD 


5۶۹ 6 


424 





00 لہ‎ 00 ο + ω ro a 
[ρα ο ποτε ET ST a παω ος πως πμ 2 ΠΠ Τα 





51۱+1] 81564 AON SOI κ 


SINIOd Ui1UGd AN BG + 


O NOS al 


Gb" 


GG" 


G9" 


Se" 


G8" 


56" 


(5) 


Figure IV-i? 


45 








E 


1 





I 
` ΗΝ 
mE 
2 


P 


Vo ΒΒ +‏ رو 
يه emio ATH Van Cot‏ 





ir 


ος, 





SLNIOd 615α APW SOT x 
SINIOd BiHü APW 06 + 


20 S^ λΗΠαά SS 18 (8) 


ca" 


EB” 


ba” 


se’ 


DE 


99” 


mudguce TV=18 


eo 


80 3 


60" 


46 








8154 ΛΟΗ 06 


HlHü A9H 17 
A9M3N3 NOILIHLIOX3 A9H 9 Ol (031HM5931NI S3ANDnO ]برجم‎ 4 ΄ 
M A H1Hd A9H DB 


N N 7 Rt 
WLU A94 S07 ^s το «ισα: 


,D SA SYOLIHJ WNOJ WANNILNOD 


لے )0( 


5 0۴6 09 


47 





(MeV) وت‎ 
89.47 60 
105 60 
89.22 75 
29,22 90 
105 5 
89.22 105 
105 90 
105 105 


ELASTIC SCATTERING PARAMETERS FOR Li 





.2000 


و 


2935 


73902 


23969 


«4868 


51 


. 7 


4972218070081 


23378 
385 
2 209 
7072 
-7030 
.6486 
207 


. 5600 


48 


αν Mott 


αι +07 
.881x10 
.484x10° 
ορ νο. 
.094x10 
.060x10 
.830x10 


.280x10 


(mb/sr) 


1 


1 


1 


2 


1 


2 


2 


2 


& 


(mb/sr) 


η ΠΤ 
.791x10 
.819x10 
.264x10 
.406x10 
23 1777 
.897x10 


T4710 


1 


1 


2 


2 


2 


2 


2 


3 





LO 
دم دم‎ 


WE 





, 0708 
5ο 
+9 
03 
ΘΒ 
92. 


5 


TABLE IV-2 


٤1 T T 11115د د‎ ۵۵١5١1 د‎ 8 ۸ 


Δρ‏ په 


ο πμ Ιστ 
Tooo aon 
5.986x10° 
O 7 
8.3772 ٦ 
TE AO 
1. 918x107 


2 ۸۸۲ 


3 


2 


3 


2 


3 


2 


2 


2 


τ Mot L 


(mb/sr) 


,871x107^ 


EE SE 


ELE 


EU 


Moro 


ΙΕ. 


.830x10^* 


.280x107* 


49 


Dec) 


4 


2 


S 


7 


6 


8 


8 


g 


ΙΤ 
mezo 
.965x10 
BOULE 
ΛΠ; 
.598x10 
.679x10° 


Τε. 


2 


2 


2 


2 


2 


2 


2 


2 


8 


_(mb/sr) | 


6.551x10 
1.908x107 
+ 9 
3.406x10° 
اا‎ 5 1 
ο ο 7٤6 
3.638210 


2 1 0) 


4 


3 


4 


4 


y 


1 


4 


4 








TABLE IV-3 


CONTINUUM PARAMETERS 
CEPOT TERE HOLD TO INELASTIC@PEAK ENERGY) 


2 Integrated 
42 Α /Α 27۲8۔6‎ 
CIMA οι e] (mb/sr) Era 
-3 .- -2 
.1898 4.308x10 a 1D 
sS ہہ" تر‎ ہ٦‎ w 
9785 πη. πα. ΑΠ. Πρ: 
.3703 77+ 8 9 پت ےت‎ ο πι 
13793 ES OE سف د‎ 7.268x10^* 
.4622 O Fe کٹ‎ 
‚5018 De πο ΠΠ, 7.797x107? 
‚6227 ID η 7.017x10”2 


90 





ISE ٦ 


CONTINUUM PARAMETERS 
(FROM THRESHOLD TO 6 MeV EXCITATION ENERGY 





2 Integrated 
42 n /Α Cress Section 
(P ^) mI nb cn» و‎ ٦ 
2 -3 -2 
‚1865 1.075x10 2 92210 8.688x10 
. 256 NT τος lo r "۶ ٰ 47۶ 
as ee τη 
2738 2.013κ1077 ΤΟ» alas 
.3638 2 644x107? مت‎ το πι. 
‚3739 NEC mn η. τοπ. 
4539 on کہ رت‎ a 
. +9146 3.744x10”° ٭“‎ ۲٦ 1.213x10^* 
122 4.619x10^* e δω... 1.203x10^! 


SE 





LL RESULTS AND CONCLUSIONS 


BA COLLECTIVE RESULTS 

Results of eight separate data runs (four at a primary 
electron energy of n 90 MeV and four at a primarv electron 
energy of 105 MeV and at scattering angles of 60, 75, 90 and 
105 degrees) are depicted in Figures IV-1 through 19 and 
Tables IV-1 through 4. Due to an experimental energy reso- 
lution of 0.6%, the inelastic peak at 478 KeV could not be 
resolved. The figures show an inelastic continuum starting 
in the vicinity of the a -triton threshold (2.45 MeV excita- 
tion energy) and extending to higher excitation energies. An 
elastic peak which has previously been reported at 4.63 Mev 
(Ref. 2, 3, 4, 19] was found at 4.55 MeV excitation energy 
and its spectrum is superimposed on the inelastic continuum. 

The curves for inelastic peaks and continuum cross sec- 
tions are plotted separately for the different energies be- 
cause form factors are not functions of q only if transverse 


multipoles are involved. 


B. 4,55 MeV INELASTIC PEAK 

As mentioned above, the 4.55 MeV inelastic peak (4.63 
MeV) has been previously reported and analvzed on several 
occasions. Within the primary electron energy groups dis- 
cussed above the ratio of the inelastic peak area to the 
elastic peak area and the inelastic form factors increase 


as q increases. The differential Mott and inelastic cross 
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Section decrease as q increases. Experimental values are 
presented in Table IV-2 and plotted in Figure IV-18. The 
data run at 105 MeV with a scattering angle of 60? is an 
exception to these arguments and it will be discussed sep- 


arately below. 


C. BEELASTIC CONTINUUM 

As shown in Tables IV-3 and 4, the ratio of the continu- 
um areas, integrated from threshold to 4.55 MeV excitation 
in the case of Table IV-3 and to 6 MeV excitation in the 
case of Table IV-4, to the elastic peak area increases as q 
increases in each primary electron energy group. The differ- 
ential cross sections integrated over these limits decrease 
as q increases. As shown in Figure IV-19, the continuum form 
factors increase with q to a maximum and then decrease with 


increased σα. 


Bez DISCREPANCY 

As depicted in Table iV-2 and Figure IV-18, the ratio of 
the inelastic peak area to the elastic peak area for the 
105 MeV, 60? run does not agree with values expected from an 
analysis of the other 105 MeV runs. In spite of this, the 
continuum cross section and form factors agree closely to 
those values predicted by extending the least squares line 
fit of the other 105MeV runs down to the lower momentum 
transfer of this data run. The cause of this discrepancy 
has not been determined and should be investigated in the 
future. The parameters from this data point were not used 


in generating the line fits of Figures IV-18 and 19. 


53 





ER CONCLUSIONS 

Results of these experiments are in general agreement 
with results achieved bv Bishon and Bernheim [Ref. 3] for a 
different range of momentum transfer. The continuum observed 
appears to be associated with the disintegration of hi Πίο 
an alpha particle and a triton. Data presented herein should 


be further analyzed in an effort to draw conclusions in terms 


of various nuclear models and multipole transitions. 
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APPENDIX A 


COMPUTER PROGRAMS 


a AOC 

Code ASC is a revision of the Code KIK described in de- 
tail by Warshawsky and Webber [Ref. 20]. This revision al- 
lows up to 599 data sets to be processed. The input para- 
meters of each data set are discussed below. ASC compiles 
the separate spectra of the ten counting channels into one 
combined spectrum showing energy (MeV), count rate (counts/ 
mmeerocoulomb) and error (counts/microcoulomb). 

The set up of a FORTRAN card deck to use Code ASC con- 
Sists of the appropriate control cards, four parameter cards, 
the data deck and two trail cards. When using the Control 
Program/Cambridge Monitor System (CP/CMS) at the NPS Computer 
Facility, two files are required. A FTO4F0N01 file serves as 
the data set file and a FTO5F001 file serves as the para- 
meter file. In the description which follows the numbered 
headings refer to separate parameter cards in the FORTRAN 
deck or separate lines in FT05F001 as appropriate. FORTRAN 
formats appear in parentheses. Parameters marked by an as- 


terisk are optional and may be left blank. 


0 TEXT Identifying alphanumeric remarks (20A4) 
2. | ENGUP, ENGLOW, DENG, TAU, SUMCHK (SF10.5) 
ENGUP Upper spectrometer energy limit for the 


Spectrum in MeV. 


ENGLOW Lower spectrometer energy limit for the 
Spectrum in MeV. 
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DENG Spectrometer energv step width in MeV. 
ASC interpolates to generate missing 
data sets. 


TAU* Counting system dead time/pulse length. 
SUMCHK* = 0. ASC will then inform user when the 


total counter sum is incorrect in the 
particular data set. 


N (1)... N(10) (1014) 
Spectrometer counting system normalization 
factors relative to counter number 6. The 
N(i)'s are defined as 

N(i) = Energy (6) _ J - 104 
Energy (1) 
4. ο. ο INV, FEKXAD, EKEN τή 5 


ως το UneecpectErum of Counter J, LU J LO will 
be punched out onto cards. 


INV Πω. Ὁ, chen the order of the input data 
sets is reversed; i.e. from lower to higher 
energies. 

FKXAD When (0 the input capacitor voltage (at 


full scale) will be scaled to units of 10-2 
Oesen eN multiplication by this factor. 
For the NPS LINAC, FKXAD = 0 defaults and 
tne voltage is recorded in millivolts. 
FKEN The input energy will be scaled to units 

of KeV when multiplied by this factor. For 
the NPS LINAC, FKEN = 1.014. 

Data cards now follow with two cards comprising a data set. 

Input parameters are in the order recorded on the magnetic 


tape as described in Section II-D and are as follows: 


122 Ισ Olt EO, MUER, XIP, XAD, DUM1, ZESS (1)... 


LESS (LOE 0) 
Card 2: LE SSA TEC SILO UNTZ,DUM2,SUM10 (10F7.0) 
XHZ Spectrometer energy setting (MeV) 


MIVOLT Full scale voltage setting of 
capacitor (mv) 


56 





EO Incident accelerator energv (MeV), 


MUEF Capacitance of collecting capaci- 
COME). 

XIP Elapsed time (sec), 

XAD Final voltage on the cpacitor 
(mv), 

0 Spectrometer "accidentals" counter, 


ΙΙ; πες registered in "xth" counter, 


UNTZ Spectrometer backing counter number 
11 reading, 

DUM2 Spectrometer backing counter number 
12 reading. 

SUM10 Total counts registered in counters 


licut 

EN Trail cards (LOEO) 

(Same format and parameters as data cards in 4 above). 
When a card is encountered with columns l-7 blank, it and the 
next card are considered trail cards and parameter values for 
ZESS (1) are given the following meaning: 

ZESS(I) If # 0, then counter number will not be con- 

sidered when compiling the total spectrum. 
The value of N(I) on parameter card 3 above 
must also = 0. 

When using CP/CMS a FTO4F001 file is used as a data file 
and the trail cards are entered as two additional lines at 
the end of this file. All formats are the same. 

A sample of the parameter cards and data deck for a hy- 
pothetical run at 90 MeV machine energy with a scattering 
angle of 75 degrees follows. The dashed line separates the 


parameter cards (FTOSFOOl file) from the data deck (FTOAFO001 


e or purposes of clarification only. The two blank 
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trail cards at the end of the data deck indicate that all 
counters were used. 
SAMPLE 

ου (ο με, 100 SLITS, 75 DEG., 144.0MG/CM**2) 6 JAN 79 
90 21-5 05 

205071600 1130 0 350 0 "30 7202100201390 

1.0124 
090.00 001000 090.00 0054.3 030122 000000 000007 000004 000004 
000003 000004 000002 000091 000000 000000 000782 090542 000025 
(Rest of data deck follows) 
(Blank trail card) 


(Blank trail card) 


B. HP 9845A PROGRAMS 

Simple computer programs were written for use on a 
Hewlett-Packard Model 9845A Computer. These programs stored 
ehe Spectrum output from Code ASC onto cassette tape data 
files with separate data files for the spectrum data and upper 
and lower error bounds for each of the runs. One program 
uSing the equations presented in Section IV-A and B computed 
the elastic peak radiation tail for each run and stored this 
on cassette data files. Another program subtracted the radi- 
ation tail from the spectrum data and error bound files for 
each run and created additional files to store this data. 
Appropriate data files were accessed by a plotting routine 
and graphs were drawn using a Hewlett-Packard Model 9872A 


Plotter. 
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The Hewlett-Packard program "REGS" [Ref. 21] was used as 
a fitting routine to determine the equations for the line 
fit to the inelastic continuum. This program provides the 
option of specifying a linear, logarithmic, expotential or 


polynomial of desired degree. 
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